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ly anticipated CMR-201 Rail Master Laser is an instantly 
universal laser sight for Picatinny or Weaver rail 


equipped pistols and rifles. The CMR-201 marks Crimson Trace’s 
first universal fit red laser sight and built with the industry leading 


ergonomics, and fit. The Rail Master Laser features 


ambidextrous instant “tap-on / tap-off’ activation and is a universal 


t for Picatinny or Weaver rail equipped pistols and rifles. 


Master battery life is 4 hours, it is user-installed in moments 


for windage and elevation. 
For additional battery life, 
there is an auto shut off 
feature at five minutes. 


Part Description Rail Master Laser 


Part Number CMR-201 

MSRP $169.00 

Website www.crimsontrace.com 
Availability Available Now 


n.com 


The Inside Heat(TM) is a bare bones IWB holster built from black 
saddle leather. The precision-molded contours provide excellent 
weapon retention. The top is reinforced to ease re-holstering and the 
powder coated spring clip holds it securely to your belt. Available in 
black saddle leather only. 


Our American-made holsters are used by elite agencies and discerning 
consumers alike. We offer a number of options for conceal carry 
holsters including inside-the-waistband, ankle, belt, paddle and 
shoulder rigs. We offer products 
in both leather and kydex. 
We now have a number of 


products made specifically for 
the M&P 22 Compact. 


Part Description INSIDE HEAT 
Part Number INSIDE HEAT 


MSRP $34.99 
Website www.desantisholster.com 


Availability Available Now 
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LaserLyte® introduces the next evolution of the V4 laser (FSL-4) that 
fits on less than one-inch of a Picatinny rail in front of the trigger 
guard on any full size handgun. The new no-snag, contoured lines 
allow the user to quickly draw and re-holster without catching, and 
with less bulk, it reduces printing in concealed carry situations. 
The user programmable dual modes of the laser allow the shooter to 
pick the constant-on beam or the pulsing laser. 


The V4 laser is easily mounted on a one-inch or less Picatinny 
rail with a crossbar screw. An auto-off feature prevents accidental 
activation of the laser and 


prevents unnecessary 
battery depletion. 


Part Description 
Part Number FSL-4 


MSRP $119.95 
Website www. laserlyte.com 
Availability Available Now 
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Lasernadx 


The ultra-compact, lightweight rail-mount laser sighting system 
fits virtually any firearm with an accessory rail, making it ideal for 
compact and sub-compact pistols. Accurate, 5mW-output laser is 
activated by an ambidextrous dual tap-on activation switch. Windage 
and elevation adjustments. Automatic 
10-minute shut-off. Uses one CR-1/3N 
lithium-ion battery with a five-hour 
battery life. Five-year limited warranty. 
Color: Red. 


Visual indicator alert lets you know when the battery needs to be charged, 
and a convenient USB port provides for simple recharging. It fits virtually 
any firearm with an accessory rail, making it ideal for compact and 
sub-compact pistols. The accurate, 5mW-output laser is activated by an 
ambidextrous dual tap-on activation switch. 
Windage and elevation adjustments. Automatic 
10-minute shut-off. Uses a rechargeable 
lithium-ion battery with a 2-1/2 hour run time. 
2-3/4-hr. battery life. Color: Green. 


Part Description | Micro LMS-Micro | Genesis LMS-GEN 
Part Number Micro LMS-Micro LMS-GEN 


MSRP $129.00 $259.00 
Website www. lasermax.com www.lasermax.com 


Availability Available Now Available Now 
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Designed to hold one handgun. Constructed of a rugged 1200D 
polyester outer shell and dense interior foam padding, this case will 
protect your pistol safely. Case dimensions are 12” x 10”. 
Includes double handles and lockable 
zippers for added security. 

See www.smith-wesson.com for 

a complete line of M&P items. 


Contents not included 


Part Description M&P® Gun Rug 


Part Number 3000143 

MSRP $14.95 

Website www.smith-wesson.com 
Availability Available Now 
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© Provides 99.9% UVA/UVB protection from the sun. 
e Exceeds ANSI Z87.1+ standards 
e Matte Black Frame. 

e Rubberized Finish. 

e Includes Zippered Case. 


e Full Size. 
e Padded Headband. 
e  NRR28dB. 


Part Description | M&P® Glasses Hearing Protectors 
Part Number 3000901 (MP104-11C) | 3000879 


MSRP $24.95 $39.95 
Website 
Availability 
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Available Now Available Now 
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Part Description 


Tactical Light 


Tactical Light & Laser 


Part Number TLR-3 TLR-4 

MSRP $140.45 $223.69 
Website www.streamlight.com 
Availability Available Now Available Now 


The #420 Secret Agent Holster is a wet-molded, thumb-break holster 
providing you both a compact design and secured retention. The 
#420 Secret Agent Holster is constructed of premium grade leather 


and is available in Black or Walnut Oil finish. 


Visit us at www.triplek.com to see 
our complete holster selection for 
your S&W MP22 Compact. 
Triple K has been providing 
“Made in USA” quality since 1946. 


Part Description #420 Secret Agent Holster 


Part Number 420 MP-22C 
MSRP $48.50 

Website www.triplek.com 
Availability Available Now 
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UM Tactical introduces the newest patented technology optics 


mounting system for Smith & Wesson pistols with a rail under the 
barrel. Providing superior target acquisition and not interfering with 
the sight picture of the iron sights. The no tools installation is easy. 


Once set up with your favorite scope or 
red dot sight, the mount and optic can 
be transferred from pistol to pistol while 
holding the zero point you set on the 
first gun. Standard rails allow a variety 


of optics. 


Part Description Optics Mounting System 


Part Number UM-3 

MSRP $99.99 

Website www.umtactical.com 
Availability Available Now 
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Authentic Smith & Wesson Magazines 


The slim M&P 22 Compact is concealable and comfortable to shoot. 
It is so comfortable, you'll take it to the range, week after week. Before 
you go, save yourself some loading time by stocking up on genuine 
M&P 22 Compact spare magazines. 


These magazines are available in standard 
10 round capacity only. 

See www.smith-wesson.com for a 
complete line of accessory products. 


* Magazines can only be shipped to those addresses in the United States where 
not prohibited or restricted by state law and/or local ordinances. 
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Part Number 3000898 
MSRP $32.00 
Website www.smith-wesson.com 
Availability Available Now 
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